\Admin\Documents\Hedlund Design Group\Hedlund Design Group\l5.2—Magnolia Park\CAD\lNCOMING\Doyle Engineering\2016 —08—15 Updated Layout Plan\L5 LAYOUT — Standard (1)\L5 LAYOUT.dwg 


LAYOUT AND MATERIALS NOTES: 



HEDLUND DESIGN GROUP 


Landscape Architecture + Planning 


10 Central Street, 

Arlington MA 02476 USA 

t 

617-826-9302 

W 

www.hedlunddesign.com 


DESIGN CONSULTANT: 


hord | coplan | macht 

HORD COPLAN MACHT, INC. 

ARCHITECTURE 
LANDSCAPE ARCHITECTURE 
PLANNING 
INTERIOR DESIGN 


750 E. Pratt Street Suite 1100 
Baltimore MD 21202 
410 837 7311 
410 837 6530 fax 
www.hcm2.com 


SITE DESIGN 
CIVIL ENGINEERING 
LAND PLANNING 

DESIGN • ENGINEERING • INNOVATION 

14 Spring St, 1st Floor 
Waltham, MA 02451 
781.850.2731 
www.doyleeng.com 



A 1 

1-1 


/ 

AK 


CON COM REVISIONS 

8-15-2016 




0 




ISSUED FOR BID 

3-28-2016 

_ 


■ 







Description 

Date 


DWG ISSUE & REVISION HISTORY 


Stamp 


ISSUED FOR BID 


Project Title: 


AAAGNOLIA PARK 
ARLINGTON, AAA 


Drawing Title: 


LAYOUT PLAN 


Project No. 

080215 

Drawn By: 

WD 


Checked By: 

WD 

Scale: 

1 ”=20’ 


Date: 


March 28, 2016 


Drawing No. 
































